From: Service Desk <senrdesk@facil.umass.edu> 

Sent: Wednesday, November 03,2010 8:57 AM 

To: Hanchett, James (DPH) 

Subject: Fw: WReq Entry for MORRILL 3 NORTH on 11/03/10 07:52:55 EDT 


W0#10-039592-000 

**PLEASE DO NOT REPLY TO THIS EMAIL** 

PLEASE CONTACT THE SERVICE DESK @ 545-6401 IF YOU HAVE QUESTIONS OR CONCERNS 
ABOUT YOUR WORK ORDER - PLEASE HAVE YOUR WORK ORDER # HANDY 
THANK YOU, 

SERVICE DESK 
— Original Message — 

From: Bud Cobb 
To: Service Desk 

Sent: Wednesday, November 03,2010 8:09 AM 

Subject: Fwd: WReq Entry for MORRILL 3 NORTH on 11/03/10 07:52:55 EDT 
Please create a service call work order for the FASS shop. (JPC) 


-Original Message- 

Subject:WReq Entry for MORRILL 3 NORTH on 11/03/10 07:52:55 EDT 
Date:Wed, 3 Nov 2010 07:52:55 -0400 
From: custreq@facil. umass.edu 

To: custreq@facil. umass.edu. umappd@gmail.com 


Entry date: 11/03/10 07:52:55 EDT 
Requestor: JIM HANCHETT 

Department: MASSACHUSETTS PUBLIC HEALTH 
Phone #: 545 2607 
Fax #: 545 2608 

Email: james■hanchett@state.ma.us 
Mail Address: ROOM N251 MORRILL I 
637 NORTH PLEASANT 
AMHERST, MA 01003 


Building: MORRILL 3 NORTH 
Room/Location: N224 

Work Description: CLOCK IS OFF 1 HOUR. 


MORRILL 3 NORTH, N224, CLOCK IS OFF 1 HOUR., JIM HANCHETT, Phone: 545 2607, Fax: 545 2608 
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